From: Fuller-Jones, Sydney (DPH) <Sydney.Fuller-Jones@MassMail.State.MA.US> 

Sent: Tuesday, January 10, 2012 8:49 AM 

To: /o=Commonwealth ofMassachusetts/ou=MassMail- 

01/cn=Recipients/cn=Patricia. Jacobsen; /o=Commonwealth of 
Massachusetts/ou=MassMail-01/cn=Recipients/cn=Zhi.Tan; Alfonso, Felipe 
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<Sonja.Farak@MassMail.State.MA.US>; Frasca, Daniela (DPH) 
<Daniela.Frasca@MassMail.State.MA.US>; Fuller-Jones, Sydney (DPH) 
<Sydney.Fuller-Jones@MassMail.State.MA,US>; Gillis, John (DPH) 
<John.Gillis@MassMail.State.MA.US>; Glazer, Lisa (DPH) 
<Lisa.Glazer@MassMail.State.MA.US>; Gu, Jane X. (DPH) 
<Jane.X.Gu@MassMail.State.MA.US>; Hanchett, James (DPH) 
<James.Hanchett@MassMail.State.MA.US>; Hannon, Bruce (DPH) 
<Bruce.Hannon@MassMail.State.MA.US>; Hunt, Thuy (DPH) 
<Thuy.Hunt@MassMail.State.MA.US>; Jenner, Jennifer (DPH) 
<Jennifer.Jenner@MassMail.State.MA.US>; KaneOl, Peter (DPH) 
<Peter.Kane01@MassMail.State.MA.US>; Katuramu, Patrick (DPH) 
<Patrick.Katuramu@MassMail.State.MA.US>; Khan, Annie (DPH) 
<Annie.Khan@MassMail.State.MA.US>; Lawler, Michael (DPH) 
<Michael.Lawler@MassMail.State.MA.US>; Lleshi, Hevis (DPH) 
<Hevis.Lleshi@MassMail.State.MA.US>; Madden, Mary (DPH) 
<mary.madden@MassMail.State.MA.US>; Medina, Nicole (DPH) 
<Nicole.Medina@MassMail.State.MA.US>; Nassif, Julianne (DPH) 
<Julianne.Nassif@MassMail.State.MA.US>; Noddin, Linwood (DPH) 
<Linwood.Noddin@MassMail.State.MA.US>; O'Brien, Elisabeth (DPH) 
<Elisabeth.O'Brien@MassMail.State.MA.US>; Ogbue, Ngozi (DPH) 
<Ngozi.Ogbue@MassMail.State.MA.US>; Phillips, Gloria (DPH) 
<Gloria.Phillips@MassMail.State.MA.US>; Piro, Peter (DPH) 
<Peter,Piro@MassMail.State.MA.US>; Poe, Michael (DPH) 
<Michael.Poe@MassMail.State.MA.US>; Pontes, Rebecca (DPH) 
<Rebecca,Pontes@MassMail.State.MA.US>; Renczkowski, Daniel (DPH) 
<Daniel,Renczkowski@MassMail.State.MA.US>; Rubin, Alan (DPH) 
<Alan.Rubin@MassMail.State.MA.US>; Salem, Sharon (DPH) 
<Sharon.Salem@MassMail.State.MA.US>; Salemi, Charles (DPH) 
<Charles.Salemi@MassMail.State.MA.US>; Saunders, Della (DPH) 
<Della.Saunders@MassMail.State.MA.US>; Servizio, Paul (DPH) 
<Paul.Servizio@MassMail.State.MA.US>; Sprague, Shirley (DPH) 
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<Janice.Zanolli@MassMail.State.MA.US> 

Subject: Alan Rubin 


Good Morning Everyone, 
Hope all is well. 
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It saddens me to be the bearer of this news; but as some of you may know, Alan Rubin lost his brother on 
yesterday. Services are being held tomorrow at the Lebanon-Tifereth Israel Cemetery, at 11:30am. There is an 
envelope in Room 305 to receive donations that will be presented in Norman Rubin’s name to the Hospice of the 
North Shore, 75 Sylvan Street, Danvers, MA 01923. Please feel free to kindly stop in and make any contribution 
that you may be able to make. All donations will be very much appreciated. 

Thank you in advance, and have a pleasant day. 

On Behalf of the Analytical Chemistry Division 
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